TABLE 8-4    Pooled Data of Various Biological Parameters Measured in Blood and Urine c of Nonsmoking, Passive Smoking, and Active Smoking                                            j
	COHb	Plasma Cotinine				Plasma Thiocyanate	
	Number			Number		Number	
	of	Mean + SE,		of	Mean ± SE,	of	Mean + SE,
Exposure	samples	%		samples	ng/ml	samples	/tmol/L
No smoking Passive smoking Active smoking	12 12 12	0.57 ± 0.55 + 3.38 ±	0.04° 0.05" 0.54	12 12 12	1.4 ± 0.2 2.1 ± 0.4* 54.4 + 11.4	12 12 12	70.8 ± 9.9 71.8 ± 9.9 70.7 + 10.2
"Values below the detection limit (0.5%) included as 0.4%.
^Difference between nonsmoking and passive smoking values not significant but suggestive (p <0.10; t-test).
SOURCE: Sorsa et al., 1985.g after ETS exposure (2.5 ± 0.5).
